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Message Text 

UNCLASSIFIED 

PAGE 01 CARACA 03933 211320Z 
ACTION HEW-06 

INFO OCT-01 ARA-10 ISO-OO OES-06 EB-08 COME-OO /031 W 

220305Z 043534/15 

R 202040Z APR 77 
FM AMEMBASSY CARACAS 
TO SECSTATE WASHDC 7336 

UNCLAS CARACAS 3933 

E.O. 11652: N/A 

TAGS: OGEN, ETRD, EIND, TBIO, VE 

SUB J : FDA ADVISORY-LEAKAGE OF A-V FISTULA CANNULATION (NEDDLE) 

ASSEMBLIES-RECALL T-014/015-7 

REF: STATE 070519 

1 . EMBASSY CONTACTED LOCAL FIRM LABORATORIOS BAXTER C.A. IN 
ACCORD WITH INSTRUCTIONS CONTAINED IN REFTEL. 

2. MR. TERENCE CAHILL, GENERAL MANAGER OF LABORATORIOS BAXTER 
INFORMED EMBASSY THAT HE HAS RECEIVED RECALL LETTER DATED 5 
NOVEMBER 1976 AND IS FOLLOWING TRAVENOL’S INSTRUCTIONS REGARDING 
SUBJECT PRODUCTS. 

VAKY 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: RECALLS, FOOD & DRUG REGULATIONS 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 20-Apr-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977CARACA03933 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 39-0886 
Format: TEL 
From: CARACAS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770439/aaaabhrk.tel 

Line Count: 37 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: df962aa2-c288-dd11-92da-001cc4696bcc 

Office: ACTION HEW 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 STATE 70519 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 07-Feb-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2752942 
Secure: OPEN 
Status: NATIVE 

Subject: FDA ADVISORY-LEAKAGE OF A-V FISTULA CANNULATION (NEDDLE) ASSEMBLIES-RECALL T-014/01 5-7 
TAGS: OGEN, ETRD, EIND, TBIO, VE, US 
To: STATE 
Type: TE 

vdkvgwkey : odbc://SAS/SAS.dbo.SAS_Docs/df962aa2-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 
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